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Message Text 


UNCLASSIFIED 

PAGE 0 1 BAGHDA 01318 1 2 1 025Z 

15 

ACTION NEA- 10 

INFO OCT-01 ISO-OO EB-07 /018W 

079898 

R 120525Z SEP 76 
FM USINT BAGHDAD 
TO USDOC WASHDC 
AMEMBASSY ATHENS 
AMEMBASSY BONN 
AMEMBASSY BRUSSELS 
AMEMBASSY LONDON 
AMEMBASSY PARIS 
AMEMBASSY TEHRAN 
AMEMBASSY KUWAIT 
INFO SECSTATE WASHDC 3596 

UNCLAS BAGHDAD 1318 

NON- WASHINGTON ADDRESSEES PASS TO US STATE TRADE PROMOTION 
OFFICES AND US COMPANIES 

E.O.l 1652: N/A 
TAGS: BTIO, IZ 

SUBJECT: MAJOR PROJECT: NASSIRIYAH DRAINAGE AND SEWERAGE SCHEME 

1. 501/01/T-21 

2. 09 07 76 

3. A L KEIS WETTER 

4. 505 IRAQ 

5. N 

6. NATIONAL DEVELOPMENT PLAN PROJECTS 
MINISTRY OF MUNICIPALITIES 

THE SEWERAGE BOARD 

BAGHDAD, IRAQ 

CABLE - MAJARI - BAGHDAD 

UNCLASSIFIED 

UNCLASSIFIED 
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7. TENDER FOR NASSIRIYAH DRAINAGE & SEWERAGE SCHEME 
(1ST STAGE) 

8. 10/12/76 

9.201 

10. CONSTRUCTION (SUPPLY AND LAYING) OF SEWERAGE SYSTEM 
FOR NASSIRIYAH, LOCATED APPROXIMATELY 400 KM SOUTH OF 
BAGHDAD. PORJECT ENTAILS 

(A) APPROXIMATELY 48 KILLOMETERS OF SUBSIDIARY AND MAIN 
SEWERS RANGING IN DIAMETER 30-165 CM. TOGETHER WITH THE 
CONSTRUCTION OF HOUSE CONNECTIONS, STREET INLETS AND 
OTHER ACILLARY WORKS TO THE NETWORK. ALSO INCLUDED IS 
THE WIDENING AND DEEPING OF THE EXISITING BAZOOL DRAINAGE 
CANAL (APPROXIMATELY 3750 METERS LONG). 

(B) CIVIL ENGINEERING FOR THE CONSTRUCTION OF A SEWAGE 
TREATMENT PLANT AND TWO AREA PUMPING STATINS. THE 
ELECTRICAL/MECHANICAL WORK AND THE PUMPING STATIONS FOR 
THE PLANT HAVE ALREADY BEEN AWARDED, AND THE ELECTRICAL 
AND MECHANICAL EQUIPMENT IS BEING HELD IN STORAGE BY THE 
SEWERAGE BOARD. OFFERS MUST BE ACCOMPANIED BY A PRELIMINARY 
DEPOSIT (CASH, CERTIFIED CHECK OR A BANK GUARANTEE) FOR 
100,000 IRAQI DINARS VALID FOR APERIOD OF NOT LESS THAN 

SIX MONTHS FROM TENDER CLOSING DATE. 

INTERESTED US COMPANIES ADVISED CABLE SERERAGE BOARD 
(ITEM 6 ABOVE) FOR COPY OF SPECS WICH IS AVAILABLE FOR 
185 DOLLARS NONREFUNDABLE. 

WILEY 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 12 SEP 1976 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1976BAGHDA01318 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D760344-0256 
From: BAGHDAD 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1976/newtext/t19760969/aaaachau.tel 

Line Count: 90 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION NEA 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: vandyklc 
Review Comment: n/a 
Review Content Flags: 

Review Date: 27 FEB 2004 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <27 FEB 2004 by MaustMC>; APPROVED <24 AUG 2004 by vandyklo 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
04 MAY 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: MAJOR PROJECT: NASSIRIYAH DRAINAGE AND SEWERAGE SCHEME 
TAGS: BTIO, IZ 
To: COM ATHENS 
Type: TE 
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